CONCORDIA 


1455 de Maisonneuve Blvd. West, Montreal, Quebec H3G 1 


DATES: 


PLACE: 


(514) 879-8497 


THE FACULTY OF ENGINEERING AND COMPUTER SCIENCE 


OF CONCORDIA UNIVERSITY 


Is holding its annual OPEN HOUSE 


WEDNESDAY, MARCH 21 
2:00 to 5:00 p.m. 


* Building Engineering 
* Civil Engineering 

* Computer Engineering 
* Electrical Engineering 


THURSDAY, MARCH 22 
2:00 to 5:00 p.m. 


* Computer Science 
* Mechanical Engineering 


Sir George Williams Campus 
Hall Building 
1455,de Maisonneuve Blvd., W. 


For further information, please call 879-5879 


